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BINARY PUNCH - EXTENDED MEMORY 


DECUS Program Library Write-up DECUS No. 8-142 

DESCRIPTION 

This program is similar to Digital 8-5-U Binary Punch, except 
that a new entry (the memory field of the block to be punched) 
is to be entered before the initial and final addresses. The 
program can punch data which resides in any memory field and is 
easily modified to use the ASR-33. The program'' itself resides 
in MF=1 locations 7600-7730. 


OPERATING INSTRUCTIONS 

I 

1. Load program via the BIN loader and turn on punch. 

2. LOAD ADDRESS 7600, DF=1, IF=1, and START. 

3. Set the number of blocks to be punched into the SR and press 
CONTINUE. 

4. Set the memory field of the next block to be punched into the 
SR(9-11) and press CONTINUE. 

5. Set the initial address of the block to be punched into the 
SR and press CONTINUE. 

6. Set the final address of the block to be punched into the SR 
and press CONTINUE. 

When the block has been punched, repeat steps 4, 5, and 6 until 
all blocks are punched. 

This program is assembled for the high speed punch but only three 
locations need be modified for the ASR-33 punch. 
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